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Message Text 


LIMITED OFFICIAL USE TEHRAN 08235 

FOR A/SY/T FROM TSO 

E.O. 11652: N/A 
TAGS: ASEC 

SUB J : INTEX WALK THRU METAL DETECTOR 

1 . TSO TEHRAN HAS ONE SUBJ. DETECTOR, MODEL FSI, S/N 
64906C. 

2. PRINTED CIRCUIT BOARDS DIFFER SLIGHTLY FROM 
SCHEMATICS IN TECHNICAL SERVICE BULLETIN DATE JULY 1976. 
ARE MORE ACCURATE SCHEMATICS AVAILABLE? 

3. CAN SENSITIVITY BE INCREASED BY INCREASING RESISTOR 
IN SERIES WITH SENSITIVITY CONTROL? DETECTOR IS WORKING 
BUT DETECTION CAPABILITY IS NOT CONSISTENT. SENSITIVITY 
CONTROL COUNTER ONLY GOES FROM 000 TO 297. IS THIS PROPER 
FOR THE CONTROL. 

4. UNIT IS BEING SHIPPED TO MANAMA. SO REQUEST REPLY 
SOONEST. THANKS. 

5. NEW SUBJ: DOES RCA CAMERA HAVE A FUSE OR CIRCUIT 
BREAKER? IF CIRCUIT BREAKER, 6CB1, IS ONLY PROTECTION, 
DOES IT SENSE TEMPERATURE OR CURRENT AND WHERE IS IT 
PHYSICALLY LOCATED? 
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